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ASHBY-DE-LA-ZOUCH, 


January  28th,  1906. 


To  THE  Urban  District  Council  of  Ashby  Woulds. 


Mr.  Chairman  and  Gentlemen, 


I beg  to  present  to  you  my  Annual  lleport  upon  the 
Sanitary  state  of  your  District  for  the  year  1905. 


Tables  of  death,  new  cases  of  infectious  disease  and 
vital  statistics  are  appended,  with  tables  of  Inspector’s  work 
during  the  year. 


The  Yital  Statistics  are  calculated  per  1,000  persons 
living. 


ANNUAL  REPORT 


Population. 


Births. 
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The  estimated  population  for  the  past  year  is 


3115. 

1900— 2710 

1901— 2854 

1902— 2919 

The  Births  registered 
Birth-rate  of  31 '8. 

1900— 42-1 

1901— 31-4 

1902— 34-7 


1903— 2994 

1904— 3054 

1905— 3115 

number  99,  giving-  a 

1903— 33-7 

1904— 31-7 

1905— 31-8 


The  Deaths  at  all  ages  and  from  all  causes 
number  37,  giving  a general  Death-rate  of  11-8. 

1900— 15-8  1903—  8-6 

1901— 12-7  1904—12-1 

1902— 11-7  1905—11-8 


The  Deaths  under  one  year  number  8,  giving 
an  Infantile  Mortality  rate  of  80. 

1900— 113  1903—79 

1901— 100  1904—92 

1902— 122.  1905—80 

2 deaths  were  caused  by  Infectious  diseases, 
giving  a Zymotic  death-rate  of  0-6. 

1900— 2-2  1903— Nil. 

1901— 0-3  1904—0-6 

1902— 0-7  1905—0-6 


Typtioid 

Death-rate. 


Phthisis 

Death-rate. 


Cancer 

Death-rate. 


Infectious 

Disease. 


No  death  occurred  from  either  Diarrhoea  or 
Typhoid.  Typhoid  death-rate  Nil. 

1900—  Nil.  1903—0-3 

1901— 0-7  1904— Nil. 

1902—  Nil.  1905— Nil. 

4 deaths  were  caused  by  Phthisis,  giving  a 
death-rate  of  1-2. 

1901— 1-0  1903—1-0 

1902- 0-3  1904— Nil. 

1905—1-2 

3 deaths  were  caused  by  Cancer,  giving  a 
death-rate  of  0-9. 

1902—  Nil.  1904—0-9 

1903— 0-6  1905—0-9 

The  deaths  from  Infectious  disease  were  caused 
by  Measles,  which  is  not  notifiable  in  this  district. 
There  are  no  deaths  registered  as  due  to  Influenza 

Pneumonia  caused  2 deaths  and  Bronchitis  4. 
Tubercular  disease  other  than  Phthisis  caused 
2 deaths. 

The  Infantile  Mortality  and  the  General  death 
rates  are  very  Ioav  and  show  a satisfactory  con- 
dition of  health  in  the  district.  They  are  slightly 
less  than  last  year,  and  are  below  the  average  for 
the  past  8 years. 

Only  2 cases  were  notified  during  the  year. 
One  of  Scarlet  Fever  and  one  of  Erysipelas. 
This  is  an  exceptionally  small  number  of  cases 
and  is  decidedly  satisfactory.  There  were  no 
sanitary  defects  present  in  either  of  the  infected 
premises. 


writer  One  sample  of  water  was  sent  for  analysis  and 

Supply,  condemned.  The  well  was  closed  and  the  public 
supply  was  substituted.  3 wells  altogether  have 
been  closed,  and  in  four  cases  public  supply  from 
the  Milton  Eeservoirs  has  been  substituted. 
Gradually  the  public  supply  is  superseding  the 
dangerons  well  water.  This  is  a great  improve- 
ment, and  I hope  to  see  the  entire  disuse  of  well 
water  throughout  the  district  before  long,  for 
purposes  of  consumption. 

During  the  past  2 years  water  mains  have  been 
extended  to  Swain’s  Park,  and  to  a number  of 
houses  amounting  in  all  to  about  40 

Sewage.  1 am  glad  to  be  able  to  record  the  institution 

of  an  efiicient  system  of  Sewage  purification  for 
Albert  Village,  as  I have  advised  the  necessity 
for  this  for  some  years. 

All  the  Sewage  from  Albert  Village  and  Occu- 
pation Lane  is  now  taken  by  a main  drain  laid 
at  the  back  of  Main  Street,  Albert  Village,  and 
down  Occupation  Lane  to  settling  tanks.  The 
outfiow  from  the  tanks  is  distributed  by  a revolving 
arm  over  a filter  bed  of  clinkers,  &c.,  the  filtered 
effluent  passing  into  the  neighbouring  brook. 

This  is  a most  satisfactory  addition  to  the  sani- 
tary administration  of  the  district. 

Donisthorpe  Lane  Sewege  is  dealt  with  on  the 
same  lines  in  a separate  scheme  which  is  acting 
well.  There  has  not  been  time  to  judge  of  the 
actual  working  of  the  Albert  Village  sewage 
works,  but  I have  no  donut  that  they  will  prove 
efficient. 


Scavenging. 


Fa  ctory  and 
Worksliops 
Act. 


Midwives’ 

Registration 

Act. 


The  sewage  from  Stone  Row,  Moira,  is  dis- 
charged into  a tank,  where  the  sludge  is  allowed 
to  settle,  the  effluent  being  filtered  by  passing 
through  a ditch  before  reaching  the  stream. 

On  tlie  Moira  Road  the  sewage  is  taken  to  a 
closed  tank  and  the  effluent  filtered  in  ditches. 
No  nuisance  has  arisen  from  this. 

The  Scavenging  has  been  more  satisfactorily 
carried  out  during  the  year,  and  a number  of 
repairs  to  privies  and  ashpits,  gullies  and  drains 
have  been  made  in  Albert  Village  and  elsewhere. 


Tlie  total  number  of  Workshops  registered  is 
six,  of  these  two  are  bakehouses.  There  is  one 
slaugliter-house  in  regular  use.  Another  is 
licensed,  and  a license  has  been  applied  for,  for 
a third.  There  are  no  underground  bakehouses. 

Tliere  are  (i  Factories  and  two  Workplaces. 
No  nuisances  under  the  Public  Health  Act  have 
been  found.  There  are  no  outworkers  in  the 
district. 


Under  this  Act  no  case  has  arisen  to  require 
my  attention  during  the  year. 

In  conclusion,  I note  with  great  satisfaction  the 
institution  of  the  New  Sewage  Works  for  Albert 
Adllage.  I re[)orted  the  groat  necessity  for  this 
work  in  my  last  Annual  Report,  and  it  has  been 
carried  through  with  great  promptitude.  I 
believe  it  will  be  thoroughly  efficient,  and  if  so, 
will  prove  a most  valuable  addition  to  the  Sani- 


tarj  improvements  which  your  Council  has  made 
in  the  district  during  the  past  3 years.  With 
this  and  the  Donisthorpe  Lane  Works,  and  the 
increasing  extension  of  a piiHic  Water  Supply 
which  I have  already  noted,  I should  like  to  see 
the  substitution  of  water  closets  for  the  present 
privy  middens  This  wouhl  reduce  the  amount 
of  scavenging  necessary,  and  remove  permanently 
many  of  the  minor  nuisances  which  are  insepar- 
able from  the  use  of  privy  middens,  pan  closets, 
and  the  like. 

I am,  Grentlemen, 

Your  obedient  Servant, 

EODEEIC  LOGAN, 


Medical  Officer  of  Health. 


